AMENDMENT NO. 3 AUGUST 2023 
TO 
IS 302-2-30 : 2007 SAFETY OF HOUSEHOLD AND 
SIMILAR ELECTRICAL APPLIANCES 
PART 2 PARTICULAR REQUIREMENTS 
SECTION 30 ROOM HEATERS 


( First Revision ) 


(Page 2, clause 7.1) — Substitute the following: 


‘Heaters shall be marked with the symbol given in 7.6 of this standard or with the substance of the 


following: 
WARNING: Do not cover.’ 
for 


‘Heaters shall be marked 'Do not cover'.’ 


(Page 2, clause 7.6) — Insert the symbol before the text 'Do not cover". 


© 


(Page 2, clause 7.12, para 1) — Substitute the following: 


‘If the ‘Do not cover’ symbol is marked on the appliance, its meaning shall be explained.’ 


for 


‘If the symbol as specified in 7.6 is marked on the appliance, its meaning shall be explained.’ 
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